REGISTER OF 

CLASSIFICATION DECISIONS 


Title of Publication: 

Snore 

Other Known Title: 

Not Stated 

Format: 

DVD 

Director/ Author: 

Lisa Williams 

Producer/Publisher: 

Jan Suckling 

Country of Origin: 

New Zealand 

Language: 

English 

Classification: 

Unrestricted: Suitable for general audiences. 

Descriptive Note: 

No note. 

Display Conditions: 

Not Applicable 

Date of entry in Register: 

10 May 2005 

Date of direction to issue a label: 

10 May 2005 

Applicant: 

The Film and Video Labelling Body Inc. 

Applicant to the Labelling Body: 

Reel Queer Inc. 

OFLCNo: 

500636 


Unexcised version of publication: 



Components 

Running time 

Feature: 

Snore 

4.57 

Other timed components: 

Nil 


Total running time: 


4.57 


Excisions: No Excisions Recommended 

Reasons for excisions: 

Not Applicable 


tmpl4E6.tmp 

















Summary of reasons 
for classification: 

Not Applicable 


tmpl4E6.tmp 



